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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 036450 
ORIGIN EPA-04 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 AID-05 CEQ-01 CIAE-00 
ERDA-07 COME-OO DODE-OO EB-08 INR-07 10-13 L-03 
NSF-02 NSC-05 NSAE-00 PM-04 USIA-15 SS-15 SP-02 
FEAE-00 INT-05 /115R 

DRAFTED BY EPA/RTP: NJAWORSKI 
APPROVED BY OES/ENP/EN: DKING 
EPA/EXECSEC(ACTING): DHSTROTHER 
EPA/A-106: JBLANE 
EPA/A-106: KHARPER 
EPA/RD-68 1 : SGAGE 
EUR/SOV: WVF.ALF. 

171829 081350/46 

R 171712Z FEB 77 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 036450 

E.O. 11652: N/A 
TAGS: SENV, US, UR 

SUBJECT: US-USSR ENVIRONMENTAL AGREEMENT, PROJECT 
02.01-2201, PARTICULATE ABATEMENT TECHNOLOGY 
( 02 . 01 - 2201 ) 

REFERENCE: MOSCOW 1740, STATE 027269 

1 . REQUEST EMBASSY PASS FOLLOWING MESSAGE DATED FEBRUARY 
15 TO YU. A. BALASHOV, CHIEF OF MAIN ADMINISTRATION FOR 
DEVELOPMENT AND MANUFACTURING OF GAS CLEANING AND DUST 
ELIMINATING EQUIPMENT, USSR MINISTRY OF CHEMICAL AND OIL 
ENGINEERING, 25 BEZBOZHNI PER, MOSCOW, WITH COPY TO KAZAKOV 
OF HYDROMET. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 036450 


2. "DEAR MR. BALASHOV: BY NOW YOU HAVE RECEIVED MY 
MESSAGE OF FEBRUARY 7, WHICH CROSSED THE INFORMATION GIVEN 
BY DR. KAZAKOV TO THE US EMBASSY CONCERNING THE VISIT OF 
SOVIET SPECIALISTS ON PARTICULATES (02.01-2201). WE AGAIN 
PROPOSE 27 MARCH TO 5 APRIL 1977 OR ANY 9-DAY PERIOD FROM 
13 MARCH TO 5 APRIL 1977. SINCE A DELEGATION OF 3 WAS 
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ORIGINALLY PROPOSED AND THIS SESSION WILL BE CONCERNED WITH 
DISCUSSION OF FUTURE WORK PLANS, WE HOPE THAT IT WILL BE 
POSSIBLE TO INCLUDE MR. LEBED YUK IN THIS DELEGATION, AS WE 

FEEL THAT HIS PRESENCE WOULD BE INVALUABLE IN THIS MATTER. 

PLEASE REPLY IMMEDIATELY. SINCERELY, N. A. JAWORSKI, 

DEPUTY DIRECTOR, INDUSTRIAL ENVIRONMENTAL RESEARCH 
LABORATORY, RESEARCH TRIANGLE PARK." 

HARTMAN 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AGREEMENTS, ENVIRONMENT, PROGRAMS (PROJECTS), SCIENTIFIC VISITS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 17-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE036450 

Document Source: CORE 

Document Unique ID: 00 

Drafter: NJAWORSKI 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770057-0440 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770231 /aaaabbcu. tel 

Line Count: 71 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 88951 7c5-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN EPA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 MOSCOW 1740, 77 STATE 27269 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 24-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3293665 
Secure: OPEN 
Status: NATIVE 

Subject: US-USSR ENVIRONMENTAL AGREEMENT, PROJECT 02.01 -2201 , PARTICULATE ABATEMENT TECHNOLOGY (02.01-2201) 
TAGS: SENV, US, UR 
To: MOSCOW 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/889517c5-c288-dd1 1-92da-001cc4696bcc 
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